Raed Moustafa 


Blog 


<- ALL POSTS 

Colon Reapproximation: "The Perfect Stitch" 

May 15, 2019 | HEALTH, GENERAL SURGERY 


3.0 Vicryls. Spaced 2mm apart. 3mm from wound edge - (each side, of course). Running, 
full thickness "bites." (However many knots you want, but at least three). The chance of 
wound breakdown and/or dehiscence will be 0% (so long as remaining tissue remains 
nonischemic intraoperatively ("clean edges") and postoperatively ("fluid balance"). 

[Courtesy/Credit: Anesthesia], 
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